These  two  monuments,  the  208-foot  stainless  steel 
"Great  Cross"  (left)  and  the  Prince  of  Peace 
Church  (right)  were  erected  on  the  grounds  of 
famous  Mission  of  Nombre  de  Dios  in  St.  Augus- 
tine, Florida,  in  observance  of  the  mission's 
400th  anniversary  (1565-1965).  The  mission  is  the 
birthplace  of  Christianity  in  the  United  States. 
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